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Cardioplegia: Medication Order Form 
697 Wn vcily Street, Fiimingh am, MA 01702 
Tel: 800-994-6322 or 508-820-0606 
Fax: 888-820-0583 ot 508-820-1616 
wwwjieccrt.com 

Cardioplegia Contact Tim O'CoimcU 508-425*9300 
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FAX ORDER TO: 885-820-0583 
Baptist Medical Center Downtown 

Pharmacy Department 

800 Prudential Drive, Jacksonville, FI 32207 . 
Ordering Contact: Barrett McBride 904-202^2890 


PO# 




•* standard ordering *■ 

Fa* order by ll;0Qam on Mondays! Eastern Time ) 

fo r Wednesday deliveries... also Tue for Thr & Wed for Fri 
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Indicate number of units ordered > 


/ & Units 

/ Units 

Cardioplegia Solutions 

'* ... 

PEDIATRIC 

Induction 

Maintenance 

Ingredient 

Volume/Dose 

Volume/Dose 

Volume/Dose 

Dextrose 50%. 

?.5rnL 

13 ml 

25 ml 

Normosol-R 7,4 pH . 


375 ml 

780ml J 

.*- Sodium Chloride 0.9% ! 

- C25mL- 



Tromethamine G.3M . 

100 ml 

63 mL 

126 ml 

Potassium Chloride p mEq/mt) 

25 ml (aomEfl). 

23 ml (SDinEq). 

20 ml ( tOmEq) 

CP2D 

50 ml 



.Mannitol 20% 

/ 

18 mL 

35 mL 

Magnesium Sulfate £0% 1 


5 mL 

10 ml 

.LidOcSine 2% ■ 


4.6 mL 

9 ml 

Total Compounded Volume 

,\ocO k%U 
- 997,5 mh — { 

(GOOD 

503.6 ml 

jask& ^ 

1005 ml 

/■Ji Olod 
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REQUESTED DELIVERY DATE: 

PrintName: 

Signature: 
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Title: 
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Receipt of Fax Confirmed by: 
Institutional Agent: _ ( l)f*A 
NECC Agent: j JA<±bCu^ 
Date: n . 

Timer 




** ORDER CONFIRMATION PROCEDURES '* 
You will receive a can from our Pharmacy 
within a TeW hours to confirm the receipt 
of this order, tf you do not receive a call, 
please resend your order form. 


0^ 0:< 


FOIA Confidential 


NECC USMA0009421 55 



Logged Formula Worksheet ( 3 isndarc 
12/20/2010 9'.2§:33 AM 
Page 1 

CP-00328 PEDIATRIC (EX) SOLUTION 


iiiiiii 


NEW ENGLAND COMPOUNDING CTH 
dS7 WAVERLY ST. 

€57 WAVERLY ST. 

FRAMINGHAM, MA 01702 Fh. 300-994-5322 


Flavor: 

Description: 

Quantity made; 10000 ML 


Batch yield; 10,000.000 PCCA ID; 

Qty remaining: 10,00 0,000 Route of admin: 

Pricing calculations from thelo 
Estimated price $9.00 as of 

9:29 AM Ingredient cost $o>oo 

ndingdata Device cost $ 0.00 

Time nasi Time tc 

Profit $9.00 


Date made: 12/21/2010 
Lot number 1221 201 0@8 

Bevond use date: January 20, 2011 5:23 AM 

3 Q clays after compounding data 

Pharmacist; AVS 

Technician; <NONE> 

NDC1; 

Packaging: 

Equipment: h j 

Labeling: REFRIGERATE 

Stability information: *"5 

Chemicals Sch. 

j DEXTROSE 60% SOLUTION 

Lot #: 72*1 31 -JT Mfg; HOSPlRA 

Volume: Pc-iency: 


Actively] 
Formula ID: 10Q25 
Log ID: 160365 


$0.00 

$0.00 

SQ.oo Time to make; 

$9.00 


2 TROMETHAMINE (THAM) 0.2M SOLUTION 

Lot #; 1217201 0@1 Mfg: STORE 


3 POTASSIUM CHLORIDE 2MEG/ML SOLN 

Lot A; S8725DVV Mfg: HOSPIPA 

Volume: 

Balance: 

7 SOD I UMGHLOPJ D E 03%-fPR tOOQML INJ 
Lot #: J9L553 Mfg; BRAUN 


Quantity used 

75 ML 

Exp. date; 12/1/201 1 


.1000 ML 

Mtp 3/1 7/201 1 

NDC: 
150 ML 

• Exp. date; A' 1/2011 



(Balance! Actual cost & date 


VVhisr; HOSPlRA 


Each ML contains O.DD75 Ml or 0 75% 
CnsmlnvlD: 0 


1 2/16/2010 


Whlsr; STORE 


Each ML contains 0.1 ML or 1 0% 
GhemlnvlP'. 5305 

Q ___ WdO 07/30/2010 

Whlsr: HOSPlRA 


CP2D ANTICOAGULANT SOLN 
Lot #10813201062 


Mfg; STORE 

Volume: 


Each ML contains 0.015 ML or i .5% 

NDC: 00409151302 GhemirwlD: 0 

8250 ML n $8.25 

Exp. date: 301/2012 Whlsr: HOSPlRA 

OS amount. 

Each ML contains 0.325 Ul or B2.o% 

NDC: 0409-7983-09 OneminvlO: 0 

500 ML q T~ $ 0,00 08 / 11/201 o'" 

Exp. date: 11/11/2010 Whlsr. STORE 

Q-S amcunf: 

Each ML contains 0.05 ML or 5% 

NDC: CiiemlnvlO: 47BD 


(Added al! GM & GMS: 0.00) 


Log Instructions & Notes 

Oriqirsaltv made as; 10000 CP-00328 PEDIATRIC (BX) SOLUTION 

Calculated lot number: 12212010@8 Beyond use date: 1/20/201 1 
FORMULA INSTRUCTIONS: , ' _ _ . 

Dextrose 50% 7.5 m L 

CARDIOPLEGIA #88888800328 P©IATR!C CARDIO- BAPTIST MED CTR. C TromethOTiiRB 0.3M mi - . . , . 

( v FotassiuB Chioride (2m&)/fflLi 1o mL(30mtq) 

( lU J X 1000 ml BAXA BAGS Sotfivni CiMdS 0.9®A 827 .5 niL 

WT7 ~ 0P2D 50 mL 

USE BAXA EM -2400 PUMP TO PRODUCE , ,, , innn mL 

USE ZEBRA 3X3 LABELS <UW> MfeM' '““JSSUS" 


SapSIOT iVIhwiicssi Cp-n't'c.r Dow 


siii’ 


Total Volume: lOOO mL 

tardiac Rgrtusion UnTy 

Mot lot LV. Administration 


‘“The EM2400 Compounder may be operated by trained pharmacists or te< l ‘"T', ra a ^ 

certified by the Pharmacy IV Supervisor. Lot - 1221201Q@8 RX 0ni * 

“*The EM 2400 Compounder complements, but does not replace, professio 1 1 1|| lfil 1 i|||ji HI |S * jj|f *llli *j|r ji| jj|j 

technique In the compounding of parenteral solutions. The EW12400 should ifttw 

its operation. Training certification records should be maintained for all us< soo _ &9 ^ — 6322 &8SS8S0D32&f 


•^IlSIfer 1 


Framingham, Mft 017S2 


Date entered: 12/20C^9:29:16/£m //LaJt roc rffted: 12/20/2010 9:29:32 AM . by: AVS (PtewmSdst) 
Checked by: I T / JZL 


FOIA Confidential 


NECC USMA000664054 



Logged Formula Worksheet (standard) 
12/20/2010 9:29:33 AM 
Page 2 



NEW ENGLAND COMPOUNDING CTR 
597 WAVERLY ST. 

597 WAVERLY ST. 

FRAMINGHAM, MA 01702 Ftl. 300-934-5322 


CP-00328 PEDIATRIC (BX) SOLUTION 

. 0 Flavor; - _ - _* - Schedule; 

Description: rj. 

Quantity made: 1QQQQ ML Batch yield: |pp'$00 PCCAID: 

Qty remaining; n&,'600.00Q Routs of admin; 


Active!-/ 1 
Formula iO: 10025 
Log ID: 160365 


Tube Set Installation 

Compounder tube sets should be replaced at the beginning of the mixing day, at intervals established by the pharmacy. 
Eaxa recommends 24 hours. The compounder and adjacent work area should be cleaned before a new tube set is 
installed. 

Equipment Necessary: 

1 . EM2400 Compounder 

2. EM2400 Valve Set, Order No.724 

An incorrect valve set installation can result in an error in the calibration process. Check for proper installation if 
the calibration process is unsuccessful. 

Do not use the compounder if a valve actuator is broken or damaged, 


Solution Preparation 

Solutions compounded on the ExaotaMix 2400 (EM240Q) must have a final weight within + 3% of the calculated value to 
be acceptable. 

Procedure; 

1 . Select sn appropriate empty container for the final solution Use a container size that will adequately hold foe 

solution without overfilling. Eaxa TPN bags may be filled to a maximum of 1Q% over the bag size as overfill. Do 
not overfill. i..:- , ; 

2. Attach the solution label with the order and bar-code^^ijpumber to the empty container. 

3. Attach the bag tc the pump tubing, and connect the The scale. Insert the tubing into the scales bag stem 
holder with the container face down. ' 

4. Scan the label bar code to select the solution on the compounder. Verify on the configuration screen that the 
correct solution has been selected. 

NOTE; The EM2400 requires the use of a Universal Ingredient in a minimum of 30 mL for each solution mixing 
for proper function, if the selected solution does not contain at least 30 mL of a Universal ingredient, the software 
displays a warning. Users may select a different Universal ingredient from the list of preselected ingredients 
permitted for this purpose. If no ingredient wili provide a minimum of 3D mL, ths user must reformulate the 
solution or accept an additional amount to q.s. to this volume. Permission to do this is part of the compounder 
security setup. 

5. Touch the Run button on the screen to initiate compounding. While the solution is pumping, observe the 
compounder operation and screen status to verify that the order is progressing and containers are emptying 
properly. If there are problems with the solution, touch the Pause button, then the Stop button to abort and correct 
any problems. 

6. While the solution is pumping, draw up any manual additions for the formula. Touch Ihe Manual Add button on the 
screen to see a drop down list of these ingredients, 

NOTE; During the solution pumping, ingredient containers may run out. The software is designed 
to detect this situation and prompt users through 

the process of replacing the container. DO NOT REPLACE A CONTAINER UNTIL THE SOFTWARE PROMPTS 
YOU TO DO SO, 

7. When the compounder finishes, it will indicate the percent error between the calculated bag weight and actus! bag 
weight. The bag must be within ± 3% of the calculated weight, if the bag fails outside of that range, review the 
MixCheck™ Report for any discrepancies, make the appropriate corrections and re-run that bag. 

3. When the pumping is complete, clamp the blue damp on the compounder port, remove the bag from the 
compounder outlet tube, and replace the screw cap 

9. If the solution formula contains manual additions, set-foe pumped solution, the Mix-Check Report, and the manual 
additions aside m the hood for a pharmacist to checfej&fofthe check is complete, add the manual additions to 

Oat© entered; 12/20/2010 9:29:16 AM Last modified; 12/20/2010 9:29:32 AM by; AYS, (Pharmacist) 

Checked by: ■ Date: f / 
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Logged Formuia Worksheet (stand 2 rdj 

12/20/2010 9:29:33 AM 

Page3 

CP-00328 PEDIATRIC (BX'i SOLUTION 
o 

Flayctr; 

Ctes^rfptfcm: 

Quantity mads; 10000 ML 


NEW ENGLAND COMPOUNDING CTR 
6S7 VVAVERLY ST. 

697 WAVER LY ST, 

FRAMINGHAM, MA 017D2 Ph SQ0-994-632? 


Schedule 


Active F7| 
Formula ID: 1002 5 
Log ID: 1 60365 


jantity mads; 10000 ML Batch yield: 1 0,000 000 PCCA ID: iD: 160560 

Qty remaining. 10,000.000 Route of admin; 

the solution bag. . . ... 

10. If there are no manual additions, set the completed solution and the Mix-Check Report aside for the pharmacist to 


CAUTION: If a bag had to be aborted, be sure that the valve set is flushed with the Universal 
Ingredient before pumping another bag. If you are unsure whether the set was flushed, 
perform an individual inlet prime of the Universal, |{|gjredient 

Troubleshooting ExactaMix 240Q (EM24001 Air (Bubble) and Occlusion Alarms 

The Exactafvfe 2400 Compounder (EM2400) has inlins sir and occlusion detectors desigiied to alert users to unii 
conditions of pumpino air or pulling a vacuum. Baxa recommends that ail alarms be investigated prior to uontinuation uf 
the bag fill, in the event of air or occuision alarms, Baxa recommends the following troubleshooting steps. 

Air (Bubble) Alarms 

Symptom: Bubble alarms occurred on ail bags after tee initial tube set installation. 

Troubleshooting: Verify that the tube set is seated all the way into the bubble detector channel, if so, call Baxa Technical 

Support for additional assistance. 

Correction: Seat the tube set all the wsy into the bubble detector channel and run another bag to verify that the slc*rrns 


Symptom; Bubble alarm's occurring on multiple bags after tne initial tube set installation. 

Troubleshooting; Check the priming volumes for the macro, micro and syringe inlets to ensure that the inlets were 
completely primed during the initial prime and verify setup step. Macro inlets should be primed with cQ mL, micro inlets ^ 
ml and svrinqe inlets 5 ml of fluid, respectively. 

Correction; Call Baxa Technical Support for help with increasing your prime volumes, 

Symptom: Bubble alarm occurred after a new ingredient container was swapped. 

Troubleshooting: A bubble may have been introduced into the inlet at the lime of the container change. Lift the lid and 
inspect the size of the bubble. Typically these are fairly small bubbles. The staff pharmacist should make a decision 
regard Inc whether or not this bag should be aborted. Example:; If ypu are pumping a large volume of ‘water and a small 
bubble was introduced into the Inlet at the time of the change^lte^y not be an issue. However, if you are pumping u.2 
ml of an electrolyte and you have a small bubble, the bag m^dtHave received its full dose, ^ . 

Correction; Baxa recommends a specific, spiking technique when changing ingredients. For vial ingredients, spike the vial 
while it is inverted, This minimises the chance to introduce sir, For bag ingredients, spike the bag and hang it. After 
hanging the bag, flick the spike port with your finger multipie times to purge any air that may have been introduced. 

Symptom; Bubble alarm occurred In the middle of the bag when no Ingredients were swapped. 

Troubleshooting; Check the source container that was pumping at the time of the s<iarm to ensure that it is noi empty, 

If the container is empty there are a few possibilities that may have caused the alarm: 

1 . Source remainder was wrong. 

a. Ingredient volume was wrong from the supplier, 
b Somebody edited the source remainder inaccurately. 

2. pump calibration is off. If this is the case, all ingredients will be pumping inaccurately, which will be caught with 
the final bag weight check. 

3. A partial vial was hung and the source remainder was not edited to reflect the true volume. 

Correction: _ 

1 Inspect other ingredients from the same lot number and compare the volumes. Ensure that there has oeen no 
remainder editing, Baxa can help with this by inspecting the blackbox if necessary. 

2, Recalibrate the load cell and the pump before proceeding. 

Dsts entered; 12/207201 0 9 : 29:16 AM Last rcscdlfied: 12/20/2010 9:29:32 .AM by: AVS, ^(Pharmacist) 

Checfcsdfay: — ° 3ts: ! ’ 
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MixCheck rlv1 Report 


Formula Name 328 

Seria 1 Num ber S8SS880032S 

Configuration CARDIO-2 


Date/Time 52/21/20 1 0 1 0;54;40 aM 

User Barry J, Ca&ten 

Elapsed Time 00:01:49 ! 


Expected Weight "(g)": 1013.90 

in i TmimriTi liTiT T! ■T nT TIil f mliTri 'B TTgTi 1 ?^^ — fl iTT 

Jser Comments: 


Measured Weight (g): 1010.75 


Difference (%): -0.31 


Ordered Volume 


CP2D Anticoagulant 

Port: 

Lot#: 

4 NECC CP2D Anticoagulant 1000 Bag (seq 1) 

1 20320 1 0fS>2 E:ip, Date: 

3/3/201 1 


50 

Dextrose 50% 

Port: 

Lot#: 

13 Hcspira Dextrose 50% 500 Bag (seq 5) 

91-065-JT Exp.. nate: 

7/2/2012 


7.5 

K Chloride 2mEq/mI 

Port: 

Lot#: 

12 NECC tC Chloride 2mEq/ml 1000 Bag (seq 4) 

112420105' Exp, Date: 

5/24/2011 


15 

NaCI 9.9% (NS) 

Fort: 

Lot #: 

22 Hospira NaC! 0.9% (NS> 1 000 Bag (seq 3) 

go-53 8-FW •: * . Exp. Dare: 

5/2/2012 


§27. j 

Tromethamine 0.3M 

Fort: 
Lot #: 
Fort: 

Lot #: 

19 NECC Tramethamiijfpja/IADOO Bag {seq 2) 

I2172010@l Exp, Date; 

19 NECC Trometh amine 0.3M 4000 Bag (seq 6) 

121 72010®.! Exp. Date. 

3/18/201 1 

3/18/201 1 

» 


71 

29 


Details: 

Selected bag 139 EVA Container lOOOmL, 

The final weight cf this solution is within the acceptable limit of+A 3.00% 
Compounded on COMPOUNDER #1 

Authorized bvi 


Total (mL): 100 


| Total (ml): 


Serial Number S8SSS8O032S 


Page 1 of 1 


Date/Time 1 2/21 /20 10 10; 54 :40AM 


FOIA Confidential 


NECC USMA000664057 





Formula Name 328 

Serial Number 83883800328 
Configuration CARDIO-2 

MixCheck™Report 

Daie/Time 

User 

Elapsed Time 

12/21/2910 10:57:49AM 
Barry J. Caddcn 

00:02:40 

Expected Weight (g): 1 013,90 

Measure%W 6|ht (g): J 019.80 


1 — ■ 

User Comments: 

■ ■ ■ 





Ordered Volume 


CP2D Anticoagulant 

Port". 4 NECC CP2D Anticoagulant 1000 Rag (seq 1) 

Lot#: 1203201 00J2 Exp. Dale, 

3/3/2011 

59 

Dextrose 50% 

Port: 13 Hospira Dextrose 50% 500 Bag (seq 6) 

Lot 4: 91-068- JT Exp. Date: 

7/2/2012 

7.5 

K Chloride 2raEq/ml 

Port: 12 NECC K Chloride 2mEq/mllOOO Bag (seq 5) 

Lot#: 112420105 Exp. Date: 

5/24-201 1 

• 15 


NsQ 0.9% *NS) Pert: 22 Hospira NaCI 0.9% (NS) 1000 Bag (seq 3) 

Lot #: 89-533-FW Exp. Date: 

Port: 22 Hospira NaCI 0.9% (KS) 1000 Bag {seq 4) 

Lot#; 89-538-FW Exp. Date; 


5 / 2/20 ] 2 
5/1/2012 




Total (ml): 827.5 


Troxnethamiue 0.5IYI 


Port: 19 NECC Trometh am j ne 0 .3 M 4000 Bag (seq 2) 

Lot#: 12172010@1 Exp. Date; 3/38/2011 

Port: 19 NECC T romethamine 0.3 M 4000 Bag (seq 7 } 

Lot#: 1Z17201 Exp. Date; 3/lS/20tl 

' . 


Total (mL); 


Details: 

Selected bag 139 EVA Container lOOOmL. 

Container at port 22 exchanged with new container of Hospira NaCl Q, 9% (NS) 1000 Bag 
The final weight of this solution is within the acceptable limit cf+C- 3,00% 


Total (mL): 


71 

29 


100 


1000 


Compounded or* COMPOUNDER #1 
Authorized by: 


Serial Number SS88S80032S 



Page 1 of 1 Date/Time 12/23/2010 10:57 :49 AM 
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MixCheek TM Repovt 


Formula Name 32 8 
Serial Number 8888S80032S 
Configuration CAROIO-2 


Date/Time 12/21/2010 1 1:00:47AM 

User Barry 3, Csdden 

Elapsed Time 00:02:33 


Expected Weight (g): 1013.90 


Measured Weight (g): 1020,91 


Difference (%): 0.69 


1 ====== 

User Comments: 





Ordered Volume 

CP2B Anticoagulant 

port: 4 NECC CP2D Anficp^ul^nr 1000 Bag {seq 1} 

Lot#: 120320 10(a) 2 fW Exp. Date: 

50 

3 C/201 1 

Dextrose 50% 

Port: !3 Hospira Dextrose 50% 500 Bag t seq 6) 

Lot#: 9 1-068- IT Exp, Date: 

7.5 

7 / 2/2012 

K Chloride 2mEq/ml 

Port: 12 NECC K Chloride 2mEq/ml 1000 Bag (seq 5) 

Lot#: 112420105 Exp. Date: 

15 

5/24-201 1 

NaCl 0,9% (NS) 

Port: 22 Hospira NaCl 0.9% (NS) 1000 Bag (seq 3) 

Lot#: 89-53 8 -FW Exp. Date: 

Port: 22 Hospira NaCl 0,9% (NS) 1000 Bag (seq 4) 

Lot#: 89-538- FW Exp. Date: 

315 

5/1/2012 

512.5 

5/1/2012 


TotctJ (mL): 827.5 

Trosnethamine 9.3M 

Port: 19 NECC Tromcthaminc 0.3M 4000 Bag (seq 2) 

Lot#: 12 172010® I Exp. Date: 

Port: 19 NECC Tromethamine 0.3 M 4000 Bag (seq 7) 

Lot#: I2172010@l Exp. Date: 

'U 

3/18/201 \ 

29 

3/18/201 ! 


Total (mL-): 100 

Details: 

! 

i 

Total (mL): 1000 

Selected bag ! 39 EVA Container lOOOmL. 

Container st port 22 exchanged with new container of Hospira NaCiO.9% (NS) 1000 Bag 

The final weight of this solution is within the acceptable limit of+A 3.00% 



Cam pounded cm COMPOUNDER #1 
Author feed Ivy; 


Serial Number 88S&S80932S 


Page » of 1 


Date/Time 1 2/2 1/20 Ui 11: 09:47 A M 


FOIA Confidential 


NECC USMA000664059 


Formula Name 
Serial Number 
Configuration 

328 

88888-300328 

CARDIO'2 

MixCheck™Report 

Date/Time 

User 

Elapsed Time 

12/21/2010 11:03:27AM 
Barry J. Cad den 

00:02:14 

_ LUJ _■ LLUI iJH LJI 


MpacrtVpfl \A/pio-h» /c?V 1 022 1 Nf 



Expected Weigh 

.ug): tylAtm 



liilHPHH 1 


User Comments: 


Ordered Volume 


CF2D Anticoagulant 

Port: 

Lot #: 

4 NECC CP2D Anticoagulant 1000 Bag 

12032010(5)2 

(seq I) 

Exp. Date: 

3/3/20 1 1 

50 

Dextrose 50% 

Port: 

Lot #: 

13 Hospira Dextrose 50% 500 Bag t.seq 6) 

91-068-JT • Exp. Date: 

7/2/20 1 2 

7.5 

K Chloride 2iaEq/ml 

Pori: 

Lot # . 

1 2 NECC K Chloride 2mEq/ml 1 000 Bag 

512420105 

(seq 5) 

Exp, Date: 

5/24/201 1 

15 


Nad 0.9% (NS) Port: 22 HospirahlaCl 0.9% (KS) 1000 Bag (-seq 3) 

Lor#: 89-538-FW a s Exp. Date: 5/1/2012 

Port: 22 Hosplra NaCl 0,9%^S)*|^p , 0 Bag (seq 4} 

Lot#. 89-538-FW ' Exp. Date; 5/1/2012 


T romeihamine Q.3M 


Fort: 19 NECC TromethamiiK 03M 4000 Bag (seq 2) 

Lot#; 12I72010@1 Exp. Date: 3/18/2011 

Port: 19 NECC Tromethamine0.3M 4000 Bag (seq 7} 

Lot#: 12 57201 0@ 1 Exp. Date; 3/18/2011 


Details; 

Selected bag 139 EVA Container 1000m L 

Container at port 22 exchanged with new container of Hospira NaCiG.9% (NS) 1000 Bag 
The final weight of this solution is within the acceptable limit of+/- 3.00% 

Compounded on COMPOUNDER #1 

Authorized by; 




Total (iriL): 


4S7.5 

3-0 1 


Total (mL): 327 .5 


71 

29- 


Total (mL): 100 


1000 




Serial Number 88S88800328 


Page 1 of 1 


Date/Time 12/21/2010 11:03:27AM 


FOIA Confidential 


NECC USMA000664060 



j Formula Name 
j Serial Number 
| Configuration 

32S 

38888800328 

CARD [0-2 

MixCh ee k™Report 

H— » — * -tllli , r tAt 1 1 ' 1 1 

Daie/Time 

User 

Elapsed Time 

12/21/2019 11:06;07AM 
Barry J. Cadden 

00:92:14 

j Expected Weig 1 

lit (g): 1013*90 

Measured;We)ght (g); 1 018*16 

— 

Difference (%>: 0*42 

11 — 


User Comments; 


Ordered Volume 


(yp2H A-nticoagutant Port: 4 NECCCPaD Anticoagulant 1000 Bag (seq 1) 

Lot#: i 2032(M0/u}2 Exp. Date; 

3/3/201 1 


50 

Dextrose 50% Port; 13 Hospira Dextrose 50% 500 Bag {seq 6) 

Lot.#: 9 1 -068- JT Exp._Datei_ 

7/2/2012 


7.5 

K Chloride ImEq/rr.l Port: 12 NECC K Chloride 2nr.Eq/ml 1000 Bag (seq 5} 

Lot#: 112420105 Exp, Date: 

5/24/20! 1 


15 

NaCl Q.9% (NS) Port: 22 Hospira NaCl 0.9% (NS) 1000 Bag {seq 3) 

Lot#: 89-53 8-FW Exp. Date: 

Port: 22 Hospira NaCi 0.9% (NS) 1000 Bag (seq 4) 

Lot #: 89-538-FW Exp. Date: 

5/1/2012 

5/1/2012 


660 

167.5 


Total (mL): 

827,5 

Tromcthaminc 0.3M Port: 19 NECC Tromethamine Q.3M 4000 Bag (seq 2) 

Lot#: 121 7201 0@1 Exp, Date: 

Port: 19 NECC Trometharnir.e0.3M 4000 Bag iseq 7] 

Lot#; 12 17201 0@1 • Exp. Date. 

3/18/2011 

3/18/2011 


71 

29 

3' 


Total (mL): 

100 

Details: j 

| Total (mL): 


1000 

Selected bag 139 EVA Container lOOOmL* 

Container at port 22 exchanged with r.ew container of Hospira NaCiO.9% (NS) 1000 Bag 

The final weight of this solution is within the acceptable limit of-/- 3 .00% 

Compounded on COMPOUNDER #1 





Authorized by; 




Serial Number SSS88S0032S 


Page 1 of ' 


Daie/Time 12/21/2010 11:06:07 AM 


FOIA Confidential 


NECC USMA000664061 





Mix€heck™Report 



Formula ‘Name 

328 


Date/Time 

12/21/2010 11:08:34 AM 

Serial Number 

88888800328 


User 

Barry J. Caddert 

Configuration 

CARDIO-2 


Elapsed Time 

mm-M 



.X A ji *, i > r a .A Vlt/ a irr Hi / a V IfttCdA 


Difference {%): ft>!3 

Expected Weigh 

1 

IfgJ: HHj.90 

jVJCaaUrcu vyeigiU Vo/* iiuj.w 


• — p“?-— 


User Comments*. 


Ordered Volume 


CP2D Anticoagulant 

Port: 

Lot #! 

4 NECC CP2D Antic^utfiOOOO Bag (seq l) 

12032010(53.2 -SC*' - Exp. Date: 

3/3/2011 

50 

Dextrose 50% 

Port: 

Lot #: 

1 3 Hospira Dextrose 50% 500 Bag (seq 5) 

91-068-11 ’ Exp. Date: 

7/2/2012 

7.5 

K Chloride 2mEq/ml 

Port: 

Lot #: 

12 NECC K Chloride 2mEq/ml 1000 Bag (seq 4} 

112420105 Exp. Date: 

5/2 4 '20 1 1 

15 

NaCl 0.9% (NS) 

Port; 

1 ,Ol 

22 Hospira NaCl 0.9% (NS) 1000 Bag (seq 3) 

89-538-FW £ xp. Date: 

5/1/20)2 

?27.5 

Tromeihamiae 0,3 M 

Port: 

Lot#: 
Port; 
Lot #; 

1 9 NECC Tromethamine 0JM 4000 Bag {seq 2) 

12172010® l _ Ex P- DaSe: 

19 NECC Tromethamine 0.3M 4000 Bag (seq 6) 

12172010®! Ex P’ Date: 

3/J 8.20 U 

3/18/2011 

7 \ 

29 


Total {rriL}; 

iOO 

Details; 



Total (m L): 

1000 


Selected bag 139 EVA. Container 1 000m L. 

The final weight of this solution is within the acceptable limit of- 1 */- 3,00% 
Com pc-unded on COMPOUNDER#! 


Authorized by: 


i-K-iCs? • ,;?s • 


Serial Number 88888890528 


Psae 3 of 1 


}ate/Titne 12/21/2010 11;0$;34AM 


FOIA Confidential 


NECC USMA000664062 


Formula Name 3'ZS 
Serial ‘Number 88888800328 
Configuration CARD! 0-2 


MixCheck™Report 


Date/Time 

User 

Elapsed Time 


12/21/2010 1 1:10; 59 AM 
Barr}* JL Cadden 
00:01:58 


Expected Weight (g): 1 

013,90 

Measured Weight fg): 1016,64 

Diffe 

rence (%): 0,27 

User Comments; 




fix/ 

Ordered Volume 

CP2D Anticoagulant 

Port: 

Lot #: 

4 NECC CP2D Anticoagulant 1000 Bag (saql) 

1 20320 IQ@2 Exp, Date. 

3/3/2011 

50 

Dextrose 50% 

Port: 

Lot #: 

13 Hospira Dextrose 50% 500 Bag (seq 6} 

91-068-JT Exp. Date: 

7/2/2012 

7.5 

K Chloride 2mEq/m! 

Port: 

Lot #; 

1 2 NECC K Chloride 2mEq/m! 1 000 Bag (seq 5) 

112420105 Exp, Date: 

5/24/2011 

j5 


NaCt 0,9% {NS) Port: 22. HospiraNaCl 0,9%(NS} JpOO Bag (seq 3} 

Lot#: 89-53 8 -FW . Exp. Date: 5/1/2012 

Port: 22 Hospira NaCI 0.9h#fff§i T000 Bag (seq 4) 

Lot#: S9-538-FW Exp. Date: 5/100)2 


Tromethamintj 9,3 M 


Port: 59 NECC Tvomethamine 0.3 M 4000 Bag (seq 2) 

Lot#: 1 21720 10@1 Exp. Date: 3/18/201) 

Port: 19 NECC Tromethamine 0,3 M 4000 Bag (seq 7.) 

Lot #: 121 720 1 0(3)1 Exp, Date: 3/1 SCO 1 1 


Details: 


Selected bag 139 EVA Container lOOOniL. 

Container at port 22 exchanged with new container of Hospira NaCI 0.9% (NS) 1000 Bag 
The tlnal weight of this solution is within the acceptable limit of-/- 3.00% 

Compounded on COMPOUNDER #1 

Authorized bv; 


Total (mL): 


822.5 


Total (mL): 827.5 


29 


Total (ml.): 1 00 


1000 


• Slltfr'’ 


Serial 'Number S&8 88800328 


Page i of 1 


Date/Time 12/21/2010 11 :19:59AM 


FOIA Confidential 


NECC USMA000664063 






Formula Name 
Serial Number 
Configuration 

328 

szmsmis 

CARDIO-2 

MixCheek™Report 

Date/Time 

User 

Elapsed Time 

12/21/2010 1 1 :14:23AM 
Barry J, Csdden 

00:02:55 



K, /fi ^<3 r v < 7*^ H i L 1 ](1 1 /£ 


r s »sTf pi-p.f.f.-fi j (?/_ V- ft fifi -t 

i Expected Weigh 

! m rr ' fcp ~- T 

t(g): 1015.90 

mieasureg .a ejgjii vg/ i y ! *»:? i 



L _ 

User Comments: 







CP20- Anticoagulant 


Dextrose 50% 


K Chloride 2mEq/mI 


NftCt 0.9% (NS) 


Tromethamme 0.3M 


Ordered Volume 

Port: 4 NECC CP2D Anticoagulant 1000 Bag (seq 1) 50 

Lot#: 12032010^2 Exp, Date: BOOOU 

Port: 13 Hospira Dextrose 50% 500 Bag (seq 6) 7,5 

Lot #: 91-06 8- JT Exp. Date: 7/2/2012 


Port: 12 NECC K Chloride 2mEq/ml 1000 Bag (seq 5} 

1 ,ot # . \\ 2420 1 05 Exp. Date: 5/24/20 1 1 

Port: 22 Hospira MaCl 0,9% (NS) 1000 Bag (seq 3) 

Lot#: S9-538-FW Exp. Date: 5/1/2012 

Fort: 22 HospiraNaCI €.9% (NS) 1000 Bag (seq 4) 

Lot#: 89-53 &-FW Exp. Date: 5/1/2012 ws5a=sss;&ifi ^ 

‘ Total (mL): 

Port: 19 NECC Trometh amine Q.3M 4000 Bag (seq 2) 

Lot #: 1217201 0@ 1 Exp . Date 

Port; 19 NECC Tromethamme G.3M 4000 Bag (seq 7) 

Lot #: 121 720 10@1 ‘ ^ x, Exp. E>ate 

Port: 19 NECC Trsme-thamir^^JM^OOO Bag (seq 8) 

Lot#: 121720!0@1 ; Exp. Date 


3/18/20)1 
3/18/201 1 
3/1 S/20 M 


15 


177.5 


650 


827,5 

7i 


20 


Total (mL): 100 


Details: 

Selected bag 139 EVA Container lOOOmL. 

Container at port 22 exchanged with new container of Hospira H aCl 0 .9% (NS) 1 000 Bag 

Used 9.00 mL of overfill: Tromethamme 0. 3 M at port 19 

The final weight of this solution is within the acceptable limit of+A 3.00% 

Compounded on COMPOUNDER #1 


Authorized by: 


j Total (m L): 1000' 


j | 



Serial Number 8S888S0\3l328 


Page 1 of 1 


Date/Time 1 212 1 /2010 11 : 1 4 :23AM 


FOIA Confidential 


NECC USMA000664064 



Mi xC heck™ Report 


Formula. Name 32S 
Serial Number 8SSSSS0032S 
Configuration CARDID-2 


Date/Time 

User 

H lapsed l ime 


12/21/2010 It: 17:57AM j 
Barry J. Csdden 
00:03:01 


Expected Weight fg); 1013,90 ^ ■■ Measured Weight (g): 10104S . Differgice -(%):. 

User Comments: - 1 = — ~^r 


Ordered Volume 


CP 2D Anticoagulant 

Port: 

Lot #: 

4 NECC CF2D Anticoagulant 1000 Bag (seq 1} 

120320 1002 Exp. Date: 

3/3/2011 

50 

Dextrose 50% 

Port: 

Lot #; 

1 3 Hospira Dextrose 50% 500 Bag (seq 8) 

91-068-JT Exp. Date: 

7/2/2012 

7.5 

K Chloride 2mEq/niJ 

Port: 

Lot #: 

1 2 NECC K Chloride 2mEq/ml 1 000 Bag (seq 7) 

112420)05 Exp. Date: 

5/24/2011 

15 


NaCI 0.9V® (NS) 


Port.; 22 Hospira NaCi 0,9% (NS) 1000 Bag (seq 5) 

Lot #: E9-538-FW Exp. Date: 

Port: 22 Hospira NaCI 0,9% (NS) 1 000 Bag (seq 6) 


5/1/2012 


Selected bag 139 EVA Container 1 000m L. 

Used 30,00 m L of o verf i 1 1: T; rom etharo ine 03 M at port 1 9 1 1 ^ 

Used 20.00 mL of overfill: Tromethainine 0.3 M at port 19 

Container at port 19 exchanged with new container of NECC TromethamineO.SM 4000 Bag 
Container at port 22 exchanged wife new container of Hospira NaCIO.9% (NS) 1000 Bag 
The final weight of this solution is within the acceptable limit off/- 3.00% 

Compounded on COMPOUNDER #3 

Authorized by: 


350 

477.5 



Lot#: 

89-53S-F W 

Exp, Date: 

5/1/2012 








'1 otal (mL): 

827.5 

T rometfcamine.ft'3M 

Port: 

1 9 N ECC Tr-omethamine 0 . 3 K4 4000 Bag 

(seq 2) 



30 


Lot #f: 

12! 72010(0,1 

Exp, Dare: 

3/1 S/20 11 




Port 1 

1 9 NECC Tromethamine 0.3M 4000 Bag 

(seq 3} 



20 


Lot 

12)72010@1 

Exp, Date; 

3/18/2011 




Port: 

19 NECC Trorneth amine 0.3M 4000 Bag 

(seq 4) 



2) 


Lot #: 

12172010@1 

Exp. Date: 

3/17/201 i 




Port: 

19 NECC Tromethamine 0.3M 4000 Bag 

(seq 9) 



29 


Lot ft: 

12!72O10@1 

Exp, Date: 

3/17/201 1 








Total (mL): 

100 

Details: 


• • al *f.* 

i 

! 

| Total (mLp 


1 000 1 


Serial Number SBSSSS00328 


Page 1 of I 


Date/Time 


12/21/201# 11:17:57 AM 


FOIA Confidential 


NECC USMA000664065 






MixCheck™Report 



Formula Name 

328 


Date/Time 

12/21/2010 11:20:31 AM 

Serial Number 

SSS8S80032& 


User 

Barry T Cadden 

Configuration 

CARDIO-2 


Elapsed Time 

00;02;06 

... - 1 


. f \ . 1 Ai ^ OO 

K *1 acs Va/ t ft i ^ T 2 


DifferfiRrfi -ft 07 1 

Expected' ■"Weigh 

i •••■»=— 


tvtcB^mCu -H Crgnt\k.j. 


— — , — \ 

Ijk r J s 


User Comments: 


Ordered Volume 


CF2D Anticoagulant 

Port: 4 NECC CP2D Anticoagulant 1000 Bag (seq 1) 

Lot#: 12032010(2)2 Exp. Date: 

3/3/201 1 


50 

Dextrose 50% 

Port: 13 Hospira Dextrose 50% 500 Bag (seq 6) 

Lot#: 9 1 -06S-JT Exp. Date: 

■ 7/2/2012 


7.5 

K Chloride 2 m E q/m i 

Port; 1.2 NECC K Chloride 2mEqAni 1000 Bag (seq 5) 

lot#: U 2420105 Exp. Date: 

5 '*2 4/2011 


15 

NaCl 0.9% (NS; 

port: 22 Hospira NaCl 0.9% (NS) 1 000 Bag (seq 3) 

Lot#: 89-538-FV mM* _ . , Exp. Date: 

Port: 22 Hospira NaCl 0.9%^n»5*'<J00 Bag (seq 4) 

Lot it. 89-538-FW Exp. Date: 

5/1/2CU2 

5/1/2012 


522,5 

305 



Total (ml): 

827,5 

T raiuethamine 0.3IV1 

Port; 19 NECC Tromethamine 0.3M 4000 Bag (seq 2} 

Lot#: I2i720l0@l _ Exp. Dare: 

Port: 19 NECC Tromethamme0.3M 4000 Bag (seq 7) 

Lot#: 12172010@1 Exp. Date: 

3/17/201 1 

3/17/2011 


71 



Total (rriL): 

100 

Details: 


| Total fmL): 


10001 

Selected bag 139 EVA Container lOOOmL. 

Container at port 22 exchanged with new container of Hospira NaClO.9% {NS} 1000 Bag 

The final weight of this solution is within the acceptable Hmh of+/- 3 ,00% 





Compounded on COMPOUNDER #1 
Authorized by; 


Serial Number 88S8SS0032S 


Page 1 of 1 


Date/Time 


12/21/2010 H: 20:3! AM 


FOIA Confidential 


NECC USMA000664066 





New England Compounding Center, Inc. 
p O Box 4146 
Woburn, MA 01888-4146 
Ph. 508-820-0606 
^ Fx, 508-820-1616 


Date 

Invoice # 

12/21/2010 

165801 


BAPTIST MEDICAL CENTER DOWNTOWN 
800 PRUDENTIAL DRIVE 
JACKSONVILLE, FL 32207 
ATTN: BARRETT MCBRIDE 


Ship To 


BAPTIST MEDICAL CENTER DOWNTOWN 
800 PRUDENTIAL DRIVE 
JACKSONVILLE, .FL 32207 
ATTN: PHARMACY 


P.O. Number 

Terms 

BM121610 

Net 30 

Quantity 

Item Code 

10 

CP-00328 

12 

CP-00329 

12 

CP-00330 l 

2 

Shipping Changes . ■ 

r A ".P 

*r 


: 

v— * 

X - V * 

* 


* Rep Ship Via 

TO 12/21/2010 FEDEX 

Description 

CARDIOPLEGIA - PEDIATRIC 100QML 
CARDIOPLEGIA - INDUCTION 503. 6 ML 
CARDIOPLEGIA -MAINTENANCE 1005ML 


Account# 


'/*1 


Price Each 



Credits 

Balance Due 


Amount 


43.00 
43.00 
43.00 . 

o.otr 


*1 > 462.00 


$0.00 

$1,462.00 


FOIA Confidential 


NECC USMA000942154 














FOIA Confidential 


NECC USMA000942159 











12 / 21/2010 - 12 / 21/2010 


Shipped To Detail 


12/22/2010 


Page: 1 


TRACKING H 

ACT WG 

SVC 

PK 

RECIPIENT CONTACT ( 

473093934912 

1.0 

SD 

C 

MONICA NEWBORG i 

473093934923 

1.0 

so 

c 

PHARMACY DEPT. ( 

473093934934 

1.0 

so 

c 

KELLY I 

473093934945 

1.0 

so 

c 

PHARMACY ! 

473093934967 

1.0 

2D 

c 

DR. JORDANA SZPIRO i 

473093934970 

1.0 

so 

c 

OSMC OUTPATIENT SURG 1 

473093934989 

1.0 

so 

c 

VICKI HITT/TAMMY 1 

473093934990 

1.0 

so 

c 

ANGEL LINDSEY 1 

473093935003 

1.0 

SD 

C 

TONY MARTINEZ J 

473093935014 

1.0 

so 

c 

JOHN CHESAREK ] 

473093935025 

1.0 

PO 

c 

LINDA GARCIA 1 

473093935036 

1.0 

so 

c 

DODY FROSINOS 

473093935047 

1 .0 

so 

c 

PATTI HOHEISEL ] 

473093935069 

1.0 

PD 

c 

MICHELE EICHNER 

473093S3507O 

1.0 

SD 

c 

SHERRY 

473093935080 

1.0 

so 

C 

TRACY YOUNGBLOOD 

473093935091 

1.0 

so 

c 

MISTY FOLEY 

473093935106 

1.0 

so 

c 

JAYNE SNYDER 

473093935117 

1.0 

so 

c 

PHARMACY ! 

473093935128 

1.0 

so 

c 

ROBIN ASHLINE 

473093935139 

1.0 

so 

c 

Lowell General Hospi , 

473093935140 

1.0 

so 

c 

PHARMACY/ KIM 

473093935150 

1.0 

so 

c 

PHARMACY 

473093935161 

1.0 

so 

c 

BOB BUSKO 

473093935172 

l.D 

so 

c 

PHARMACY DEPT 

473093935183 

1.0 

so 

c 

INPATIENT PHARMACY 

473093935194 

1.0 

so 

c 

CAROLYN LEVINE 

473093935209 

1.0 

so 

c 

PHARMACY 

473093935210 

1.0 

so 

c 

SURGERY DEPT (CHAD B 

473093935220 

1.0 

so 

c 

PHARMACY 

473093935231 

1.0 

so 

c 

INPATIENT PHARMACY 

473093935242 

1.0 

so 

c 

INPATIENT PHARMACY 

473093935253 

1.0 

so 

c 

RANETTE ANDERSON 

473093935264 

1.0 

so 

c 

IN PATIENT PHARMACY 

473093935275 

1.0 

so 

c 

INPATIENT PHARMACY 

473093935286 

1.0 

so 

c 

PHARMACY 

473093935297 

1.0 

so 

c 

DEBBY/ PHARMACY 

473093935301 

1.0 

so 

C 

PHARMACY 

473093935312 

1.0 

so 

C 

INPATIENT PHARMACY 

473093935323 

1.0 

so 

c 

INPATIENT PHARMACY 

473093935334 

1.0 

so 

c 

PHARMACY/BARB FIORE 

473093935345 

1.0 

so 

c 

RON /PHARMACY 

473093935356 

1.0 

so 

c 

PHARMACY 

473093935367 

1.0 

so 

c 

DEPT. OF PHARMACY 

473093935378 

1.0 

so 

c 

PHARMACY 

473093935389 

1.0 

so 

c 

PHARMACY DEPT 

473093935390 

1.0 

so 

c 

PHARMACY DEPT 

473093935404 

1.0 

so 

c 

PHARMACY DEPT.. 

473093935415 

1.0 

so 

c 

PHARMACY 

473093935426 

1.0 

so 

c 

PHARMACY 

473093935437 

1.0 

so 

c 

JIM THOMAS 

473093935448 

1.0 

so 

c 

KEVIN HALL OR STEVE 

473093935459 

1.0 

so 

c 

ATTN: E. R. 

473093935460 

1.0 

so 

c 

LUZ RODRIGUEZ 

473093935470 

1.0 

so 

c 

CARRE FORTMAN 

473093935481 

1.0 

so 

c 

KRISTI MILLER 

473093935492 

1.0 

so 

c 

PHARMACY 

473093935507 

1.0 

so 

c 

PHARMACY 

473093935518 

1.0 

so 

c 

PHARMACY 

473093935529 

1.0 

' so 

c 


473093935530 

1,0 

so 

c 

IN-PATIENT PHARMACY 

473093935540 

1.0 

so 

c 

ALLIED PHYSICIANS LL 

473093935584 

1.0 

so 

c 

HRETT WITHROW 

473093935595 

1.0 

so 

c 

BRETT WITHROW 

4730939356D0 

1.0 

so 

c 

DR. GREWAL 

473093935610 

1.0 

so 

c 

VICKI NAVARRO 

473093935621 

1.0 

so 

c 

JOANNE FAVAZZA 

473093935632 

1.0 

so 

c 

VICKI NAVARRO 

473093935643 

1,0 

so 

c 

LARRY KISHBAUGH 

473093935654 

1.0 

2D 

c 

CHRISTINE CARROLL 


COMPANY 


ADDRESS 1 


CITY 


ST ZIP 


RE TERENCES 


NJ 06043 
ME 04240 
MI 46064 
IN 46563 
HA 02116 
IN 46514 
MT 59101 


SOUTH JERSEY ORT 502 CENTENNIAL BLV YOORHEES 
CENTRAL MAINE ME 300 MAIN STREET LEWISTON 
DR. MUNE GOWDA 3270 W. BIG BEAVER TROY 
ST JOSEPH REGION 1915 LAKE AVE PLYMOUTH 

BOSTON COMMON PO 264 BEACON STREET BOSTON 
MARY KAUFFMANN-K 2310 CALIFORNIA RO ELKHART 
YELLOWSTONE SURG 1144 NORTH 28TH ST BILLINGS 
MARGARET R. PARD 600 N, JUSTICE STB HENDERSONV NC 28791 
ALAMO HEIGHTS SU 5307 BROADWAY, SUI SAN ANTONI TX 78209 
NORTHWESTERN MED 133 FAIRFIELD STRE 'SAINT ALBA VT 05478 
FACEY MEDICAL FO 11211 SEPULVEDA BL MISSION HI CA 91345 
PARKVIEW HOSPITA 2200 RANDALL I A DRI FORT WAYNE IN 46805 
MINNESOTA VALLEY 1000 140TH STREET BURNSVILLE KN 55337 
SURGERY CENTER O 1111 SONOMA AVENUE SANTA ROSA CA 95405 
THE CHRIST HOSPI 4020 SMITH ROAD CINCINNATI OH 45209 
TEXOMA OUT PATIEN 1712 11TH STREET WICHITA FA TX 76301 
SCOTT 6 WHITE ME 2401 S. 31ST STREE TEMPLE TX 76508 
YORK HOSPITAL 1001 SOUTH GEORGE YORK PA 17405 

MONTE FI ORE MEDIC JACK D. WEILER HOS BRONX NY 10461 

SARATOGA HOSPITA 211 CHURCH STREET SARATOGA S NY 12866 
Attn : Deliver to 295 Vacuum Ave Lowell MA 01854 
BLAKE MEDICAL CE 2020 59TH STREET W • BRADENTON FL 34209 
ST. JOSEPH MEDIC 2500 BERNVILLE RQA READING PA 19605 
ST. JOSEPH HOSPI 301 PROSPECT AVENU SYRACUSE NY 13203 
HOAG MEMORIAL HO ONE HOAG DRIVE NEWPORT BE CA 92658 
UCSF MEDICAL CEN 505 PARNASSUS AVE, SAN FRANCI CA 94143 
ST. ‘LUKE'S HOSPI 915 E. FIRST STREE DULUTH MN 55605 
HENRICO DOCTORS 1602 SKIPWITH ROAD RICHMOND VA 23229 
MERCY MEDICAL CE 801 - 5TH STREET SIOUX CITY IA 51101 
MEMORIAL HOSPITA 4500 MEMORIAL DRIV BELLEVILLE IL 62226 
FOREDTERT HDSPIT 9200 W. WISCONSIN MILWAUKEE HI 53226 
FOREDTERT HDSPIT 9200 W. WISCONSIN MILWAUKEE WI 53226 
CHILDREN'S HEALT 1405 CLIFTON ROAD ATLANTA GA 30322 
FRENCH HOSPITAL 1911 JOHNSON AVE SAN LUIS O CA 93401 
FArTB REGIONAL H 2700 W. NORFOLK AV NORFOLK NE 68701 
BENEFIS HOSPITAL 1101 26TH STREET S GREAT FALL MT 59405 
GULF COAST MEDIC 13 681 DOCTOR'S WAY FORT MYERS FL 33912 
OSCEOLA REGIONAL 700 W. OAK STREET KISSIMMEE FL 34741 
FRYE REGIONAL ME 4 20 NORTH CENTER S HICKORY NC 26601 

FRYE REGIONAL ME 420 NORTH CENTER S HICKORY NC 28601 

ST. ELIZABETHS 211 SOUTH 3RD STRE BELLEVILLE IL 62220 
THE WILLIAMSPORT 777 RURAL AVE WILLIAMSPO PA 17701 

McKEN Z I E - WI LLAME 14 60 G STREET SPRINGFIEL OR 97477 
ALBANY MEDICAL C 4 3 NEW SCOTLAND AV ALBANY NY 12208 
MERCY SAN JUAN M 6501 COYLE AVENUE CARMICHAEL CA 95608 
JOHNSON CITY MED 4 00 N. STATE OF FR JOHNSON Cl TN 37604 

JOHNSON CITY MED 4 DO N . STATE OF FR JOHNSON Cl TN 37604 

REID HOSPITAL & 1100 REID PARKWAY- RICHMOND IN 47374 

BAPTIST MEDICAL 8 00 PRUDENTIAL DRI JACKSONVIL FL 32207 
BAPTIST MEDICAL 8 00 PRUDENTIAL DRI JACKSONVIL FL 32207 
FAITH REGIONAL H 2700 W. NORFOLK AV NORFOLK NE 68701 
SINAI HOSPITAL-I 24 01 WEST BELVEDER BALTIMORE MD 21215 
BLESSING HOSPITA BROADWAY AT 11TH S QUINCY IL 62301 
LANGLEY AIR FORC FIRST MEDICAL GROU LANGLEY A VA 23665 
UNIVERSITY OF MA 22 SOUTH GREENE ST BALTIMORE MD 21201 
IMPERIAL CALCASI 17 57 IMPERIAL BLVD LAKE CHARL LA 70605 
KOSCIUSKO COMMON 2.101 EAST DUBOIS WARSAW IN 4 6580 

KOSCIUSKO COMMUN 2101 EAST DUBOIS WARSAW IN 46580 

KOSCIUSKO COMMUN 2101 EAST DUBOIS WARSAW IN 46580 

STOUGHTON HOSPIT 900 RIDGE STREET STOUGHTON »I 53589 

ADVOCATE GOOD SA 3815 HIGHLAND AVEN DOWNERS GR IL 60515 
DEBBIE STRAW 53990 CARMICHAEL D SOUTH BEND IN 46635 
SAINT MARY'S SUR AMBULATORY CARE CE EVANSVILLE IN 47714 
SAINT MARY'S SUR AMBULATORY CARE CE EVANSVILLE IN 47714 
KULJINDER S. GRE 8 881 FLETCHER PARK LA MESA CA 91942 
RETINA CONSULTAN 653 NORTH TOWN CEN LAS VEGAS NV 8914 4 
FLORIDA EYE ASSO 502 EAST NEW HAVEN MELBOURNE FL 32901 
RETINA CONSULTAN 653 NORTH TOWN CEN LAS VEGAS NV 8914 4 

POCONO EYE ASSOC 300 PLAZA COURT, S EAST STROU PA 18301 

METRC5WEST MEDICA 115 LINCOLN STREET FRAMINGHAM MA 01702 


TRIAMC 

TCA 

HYAL 

DROPS 

CANTH 

BETA, METHYLPRED 

TRIAMC, BETA 

LET GEL 

SULP . BLUE 

5ULP . BLUE 

AVAST 

TETRA 

ISOVUE 

AVAST 

OMNIP, TRIAMC 

DROPS 

SPRAY 

METOP 

SOD CHL 

METHACHOL 

METHACHOL 

CARDIO 

CARDIO 

CARDIO 

CARDIO 

CARDIO 

CARDIO 

CARDIO 

CARDIO 

CARDIO 

CARDIO 

CARDIO 

CARDIO 

CARDIO 

CARDIO 

CARDIO 

CARDIO 

CARDIO 

CARDIO 

CARDIO 

CARDIO 

CARDIO 

CARDIO 

CARDIO 

CARDIO 

CARDIO 

CARDIO 

CARDIO 

CARDIO 

CARDIO 

LET GEL, CAPS 

6LYC, LET GEL 

POV-IODINE 

HYDROXY 

ACETY 

DROPS 

BACIT 

BACIT 

BACIT 

POT/CHLO 

TETRA 

DROPS 

DROPS 

MOXIFLOX 

AVAST 

AVAST 

AVAST 

TRIAMC 

AVAST 

BETA 


174756 31 18 002214 


FDA P00098660 



Invoice 


New England Compounding Center, Inc. 

PO Box 4146 

Woburn, MA 01888-4146 

Ph. 508-820-0606 

Fx. 508-820-1616 


Date 

Invoice # 

12/21/2010 

165801 


Bill To 


BAPTIST MEDICAL CENTER 
800 PRUDENTIAL DRIVE 
JACKSONVILLE, FL 32207 
ATTN: BARRETT MCBRIDE 

DOWNTOWN 


Ship To 


BAPTIST MEDICAL CENTER DOWNTOWN 
800 PRUDENTIAL DRIVE 
JACKSONVILLE, FL 32207 
ATTN: PHARMACY 


P.O. Number 


Terms 


Rep 


Ship 


Via 


F.O.B. 


Account# 


BM 12 1610 


Net 30 


TO 


12 / 21/2010 


FEDEX 


Quantity 


Item Code 


Description 


Price Each 


Amount 


10 

12 

12 

2 


CP-00328 

CP-00329 
CP-00330 
Shipping Charges 


CARDIOPLEGIA - PEDIATRIC 1000ML 

CARDIOPLEGIA - INDUCTION 503.6ML 
CARDIOPLEGIA - MAINTENANCE 1005ML 
— N/C— 


43.00 

430.00 

43.00 

516.00 

43.00 

516.00 

0.00 

0.00 


1HTHANK YOU FOR YOUR ORDER!!! 

***PI .F.ASF. PI .ACF. INVOICE Nl IMRF.R ON PAYMENT*** 

$1,462.00 



CredjtS -$1,462.00 

Balance Due $000 


DOJ NECC003725921 


Shipment Information Report 

Track Number and Date Range 


Page 1 of 1 


[Services, 

Solutions and Technology 


Tracking Number: 473093935415 


1 Packaqe Detail 1 

Ship Date 

12/21/2010 

Pickup Courier 

Form Code 

201 

Pickup Status 00 

Service Base 

05 

Pickup Location AYEA 

Service Area 

A2 

Destination Location NRBA 

Special Handling 
Codes 




Name NEW ENGLAND COMPOUNDING 
Company NEW ENGLAND COMPOUNDING 


Customer Number 231566368 
Reference Number CARDIO 


Address 


CENTER 

697 WAVERLY STREET 


FRAMINGHAM, MA, 01702 
US 


Recipient 


Name PHARMACY Customer Number 

Company BAPTIST MEDICAL CENTER DOWNTOW Bill-to Number 

Address 800 PRUDENTIAL DRIVE 

JACKSONVILLE, FL, 32207 
US 


Timestamp 12/22/2010 10:58:00 

Status 00 

Code 

Courier 184291 


Deliver] 


Location 1 

Address RECEIVING PO 
Route 049 


1 Sianature 1 

Signature Release on File? No PowerPad 

Signed For By G.GRHAM Seconds 

Signature Image 

PPNA4347169P 

1 J 



Last run on: Nov 14, 2014 2:1 1 AM 


DOJ NECC001 673055 









Shipment Information Report 

Track Number and Date Range 


Page 1 of 1 


[Services, 

Solutions and Technology 


Tracking Number: 473093935426 


1 Packaqe Detail 1 

Ship Date 

12/21/2010 

Pickup Courier 

Form Code 

263 

Pickup Status 00 

Service Base 

05 

Pickup Location AYEA 

Service Area 

A2 

Destination Location NRBA 

Special Handling 
Codes 




Name NEW ENGLAND COMPOUNDING 
Company NEW ENGLAND COMPOUNDING 


Customer Number 231566368 
Reference Number CARDIO 


Address 


CENTER 

697 WAVERLY STREET 


FRAMINGHAM, MA, 01702 
US 


Recipient 


Name PHARMACY Customer Number 

Company BAPTIST MEDICAL CENTER DOWNTOW Bill-to Number 

Address 800 PRUDENTIAL DRIVE 

JACKSONVILLE, FL, 32207 
US 


Timestamp 12/22/2010 10:58:00 

Status 00 

Code 

Courier 184291 


Deliver] 


Location 1 

Address RECEIVING PO 
Route 049 


1 Sianature 1 

Signature Release on File? No PowerPad 

Signed For By G.GRHAM Seconds 

Signature Image 

PPNA4347169P 

1 J 



Last run on: Nov 14, 2014 2:1 1 AM 


DOJ NECC001 673056 









Payment Receipt 


New England Compounding Center, Inc. 

PO Box 4146 

Woburn, MA 01888-4146 

Ph. 508-820-0606 

Fx. 508-820-1616 


Received From: 

BAPTIST MEDICAL CENTER DO... 

BAPTIST MEDICAL CENTER DOWNTOWN 
800 PRUDENTIAL DRIVE 
JACKSONVILLE, FL 32207 
ATTN: BARRETT MCBRIDE 

Date Received 02/22/2011 Payment Amount 

Payment Method Check 

Check/Ref. No. 1014965 2/16 lb 

Invoices Paid 


Date Number Amount Applied 


12/21/2010 

165801 

-$1,462.00 

01/06/2011 

166997 

-$1,548.00 

01/18/2011 

167875 

-$516.00 

01/24/2011 

168316 

-$1,032.00 


Page I 


$4,558.00 


DOJ NECC003725922 


